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EO 11652 NA 

TAGSBC ACOM 

SUB: USAID SSB EQUIPMENT 

REF: A. NOUAKCHOTT 132, B. AIDTO CIRCR A-46 

1 . AFTER CAREFUL REVIEW OF REF B, WE HAVE DETERMINED THAT THIS 

OFFICE WOULD BE IN NO POSITION TO SUPPORT A NETWORK 

UTILIZING RECOMMENDED EQUIPMENTS. AS NONE OF THE ITEMS LISTED IN 

THE PROPOSAL ARE A PART OF OC'S WORLDWIDE INVENTORY, WE HAVE 

NEITHER THE NECESSARY SPARE PARTS NOR TECHNICAL COMPETENCE TO 
MAINTAIN SUCH EQUIPMENT. 

2. WE ARE NOT SUGGESTING THAT THE RECOMMENDED EQUIPMENT IS IN ANY 
WAY INFERIOR TO OURS, BUT DO WISH TO EMPHASIZE THAT INSTALLATION 
AND MAINT SUPPORT IS AN IMPORTANT CONSIDERATION AND SHOULD NOT BE 
OVERLOOKED WHEN MAKING SELECTION. 

3. FYI. WE BELIEVE IT IS POSSIBLE TO DEVELOP A NETWORK UTILIZING 
EQUIPMENT WITHIN OUR INVENTORY BUT AT A SLIGHTLY HIGHER NOST 
(APPROX $8,500.) IF YOU ARE INTERESTED WE WOULD BE GLAD TO 
PROVIDE FULL DETAILS. 

4. REGRET DELAY IN RESPONDING BUT REF B NO RECEIVED HERE UNTIL 
FEB 4 AND WE HAVE HAD SEVERAL RELATED POINTS TO CLARIFY SINCE 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 ACCRA 01198 171655Z 

THAT TIME. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

LINEHAN 

LIMITED OFFICIAL USE 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ACCRA01 198 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760059-0823 
From: ACCRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760245/aaaabnda.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 76 NOUAKCHOTT 132 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUN 2004 by ellisoob>; APPROVED <01 JUL 2004 by morefirh> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USAID SSB EQUIPMENT 
TAGS: ACOM, BC 
To: NOUAKCHOTT 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



